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19 JAN 1978 
MEMORANDUM FOR THE RECORD 


SUBJECT: SAFE Data Grid System 


1. The present OL/RECD budget includes a line item for FY 80 
of $276,000 for Data Grid work, including work anticipated for 
Project SAFE. Since there has been a postponement of: Project SAFE, 
STATINTL at the direction of the C/HEB/RECD/OL, the undersigned contacted 
, DC/Special Projects Staff/ODP on 17 January 1978, 
to ascertain the need for OL support in the Data Grid: work for Project 
SAFE in FY. 80. 


2. After consultation with ( ii C/Special Projects STATINTL 
STATINTL Staff£/ODP, and i oc SAre representative, MM §=STATINTL 


stated that all money for a SAFE Data Grid would be handled by ODP 
through FY 83. After FY 83 ODP would expect OL to fund for the SAFE 
Data Grid work in the same manner that OL funds for the present Data 
Grid. 


STATINTL 3. aes) stated that the type of Data Grid is now under 


discussion and that he would contact OL to discuss their requirements. 


STATINTL 


1e 
Wlectrical Section, HEB/RECD/OL 


ec: DC/SPS/ODP 


Distribution: 
Orig. 7 OL/RECD/HEB Official 
4A” - OL/RECD 
1 - OL Reader 


1 - OL/RECD/HEB Chrono — 
STATINTL oL/RECD/ xe sb ¢/7543 (18 Jan 78) 
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